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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 206857 

14 

ORIGIN AEC-11 

INFO OCT-01 10-14 ISO-OO SCI-06 RSC-01 /033 R 
66631 

DRAFTED BY :USAEC/IP:IAEA:EETUCKER 
APPROVED BY:SCI/AE:H D BREWSTER 
USAEC:IP/ADA&L:WL YEOMANS 
IO/SCT:F GALANT 

019995 

R 182059Z OCT 73 
FM SECSTATE WASHDC 
TO USMISSION IAEA VIENNA 

UNCLAS STATE 206857 

E.O. 11652: N/A 

TAGS: AORG, OCON, IAEA, TECH 

SUBJ: IAEA PANEL ON COMPARISON OF TECHNIQUES IN SOLID STATE 
SPECTROSCOPY IN VIENNA 1 1/26-30-73 

REF: IAEA VIENNA 8398; IAEA VIENNA 8310 

1. RE SUBJECT PANEL MEETING, U.S. CONTEMPLATES NOMINATIN OF 
DR. CHALMERS B. FRAZER, DEPUTY CHAIRMAN, PHYSICS DEPT., BNL, 

TO ATTEND MEETING AS COST-FREE EXPERT. 

2. FRAZER RESPONSIBILITIES AT BNL ENTAIL DIRECTION OF RESEARCH 
INVOLVING NOT ONLY RESONANCE STUDIES OF SOLIDS, BUT ALL LATEST 
TECHNIQUES IN INELASTIC AND ELASTIC SCATTERING. 

3. FRAZER WOULD PRESENT SHORT INTRODUCTION IN AREA OF NEUTRON 
SPECTROSCOPY. 

4. AEC TECHNICAL STAFF OF OPINION FRAZER BEST QUALIFIED US 
EXPERT TO COVER OVERALL SUBJECT MATTER OF MEETING. ASSUME 
AGENCY HAS NO OBJECTION PROPOSED PARTICIPATION. ADVISE. 
KISSINGER 
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